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Seq. #: 
Machine Or Operation: 
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M6061T6R1000 
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Description : 


ROUNDBAR 1.00' 
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HARDINGECNC LATHESMALL 


Comment: Qty.: 
0.3266 f(s)/Unit 
Total: 
6.5310 f(s) 


6061-T6 round bar 1.00" dia. 


Batch: Allo qSS'l 
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Machine as per Folio FA245 
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Comment: INSPECT PARTS AS THEY COME OFF MACHINE 
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DART AEROSPACE USA, INC. 
PORT HAQLOCK, 
WA 
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TITLE 
CROSS BOLT SPACER 


DRAWING 
NO, 
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PREllMlNAR~ lSSUE 


DESCRIPTION 
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NEW ISSUE 


REV. 


DESIGN 
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APPROVED 


DE APPR. 
DATE 
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NOTES: 
1) MATERIAL: 
03662-1 
- 
ALUMINUM 
6061-T6/T62 
TUBING PER WJV-T-700/6 OR AMS 4080/4082 
OR QQ-A-200/8 OR QQ-A-225/8 
(REF. DART MATERIAL SPEC. M6061T6TO.625W0.49) 
03662-3 - 
ALUMINUM 
6061-T6 (OR 6061-T651/T6510/T6511/T62) 
ROUND BAR PER AMS-QQ-A-225/8 
(OR AMS 4117/4128/4115/4116) 
OR PER AMS-QQ-A-200/8 
(OR AMS 4160) 
(REF. DART MATERIAL SPEC. M6061T6RX.xXX) 
2) FINISH: NONE 
3) TOLERANCES: 
PER DART aSI 018 UNLESS OTH ERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE 
NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: 
NONE 
7) WEIGHT: 03662-1 - 0.03 LBS 
03662-3 - 0.08 LBS 
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L Lacelle 


From: 
Peter Hum [phum@dartaero.com] 


Sent: 
February 7,20089:18 
AM 


To: 
'L Lacelle' 


Subject: RE: 03662-1/-3 


Yes you can sign off the positive recall 


From: L Lacelle [mailto:llacelle@dartaero.com] 
sent: February 7,20089:10 
AM 
To: 'Peter Hum' 
Subject: RE: 03662-1/-3 


BUT ... can I sign off the positive recall? Otherwise 
the w/o has to stay with them, and I can't close them, and that's 
more wip for inventory 
time ... ?????????????????????????????????????????????????????????????????????????????????????' 
~~~------'----_._ 
..'.'_._._ 
..__._•.......... 
' 
' ............•..,,-,~~-~.,-,--- 


From: Peter Hum [mailto:phum@dartaero.com] 
sent: February 7,20089:04 
AM 
To: 'L Lacelle' 
Subject: RE: 03662-1/-3 


They will be used once we get the STC. 


So yes we should keep them in stock. 


Peter 


From: L Lacelle [mailto:llacelle@dartaero.com] 
sent: February 7, 2008 9:00 AM 
To: Peter Hum (Peter Hum) 
Subject: 03662-1/-3 


I have 18 of each crossbolt spacers on my desk 03662-1/-3 for the 117 skids. These are still under review, are 
they any good? Can I sign off the positive recall? Or do you want them upstairs? ?? ?? ?? 


Thank You, 


Linda Lacelle 


Production 
Manager 
Dart Aerospace 
Ltd 
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NOTES: 
1) MATERIAL: 
D3662-1 - 
ALUMINUM 
6061-T61T62 
TUBING PER WW-T-700/6 
OR AMS 4080/4082 
OR QQ-A-200/8 OR QQ-A-225/8 
(REF. DART MATERIAL 
SPEC. M6061T6TO.625W0.49) 
D3662-3 - 
ALUMINUM 
6061-T6 (OR 6061-T6511T65101T65111T62) 
ROUND BAR PER AMS-QQ-A-225/8 
(OR AMS 4117/4128/4115/4116) 
OR PER AMS-QQ-A-200/8 
(OR AMS 4160) 
(REF. DART MATERIAL 
SPEC. M6061T6RX.xXX) 
2) FINISH: NONE 
3) TOLERANCES: 
PER DART QSI 018 UNLESS OTHERWISE 
NOTED 
4) UNITS: INCHES UNLESS OTHERWISE 
NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: 
NONE 
7) WEIGHT: D3662-1 - 0.03 LBS 
03662-3 - 0.08 LBS 


